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3.75 (c) m REPEAT 

HOUSING FACIUT1ES. GENERAL 

On toe indoor portion of ifie enclosure iof toe iwo rhesus macaques lf»ere is an excessive build-up of brown to black 
grime on |hie 'wire parcels Itiat make up the primary enclQrsune. Failure to dean and senilize primary enplgaura? can 
load lo disease hazards tor llio animals. Hard surlacos withi which ncn-humarii pnmales coma In conlact must ho 
spot-cleaned daily and sanifeed at least once every two weeks or more often il necessary to prevent an excessive 
accumulaiion of diri, debris, animal or food wa^le, dr ntber disea^ hazards. 

3.84 (d) REPEAT 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PESTOONTPOL. 

There are an excessive number ef Flies flying around within the walkway in the back of the "reptile house". There are 
1wa ring tailed lemurs, one red rglfad lemur and e verve! localed in thia area- The licensee cpnlirmed Fheee are Inuil 
flios. The tllos aro mainly located on Iho coillrig within Iho human walkways, but flios can also bo soon larrding on Iho 
husbandry objects within the building. The presence oF pests can lead to health hazards lor the animals- A safe ar»d 
oFldciive prdgrann ior the oantrbl dF pe^t^, inoludirig Hies, iTiu^l tw e^labliahed and mainlairHd. 

3.125 (a) REPEAT 

FACIimES, GENERAL 

There are metal fenco'gale panels in each ol the phmaiy enclosures for the goats, santa cnjz sheep, and catlle with 
areas lhal are broken and in reei^ gf repair or repIgBamenrt. The broken panels have sharp and/pr jagged edges 
slicking ilnto tho aroos whoro onlmoJs are boused. Sharp onuror ja^ed odgos could couso Injury to onlmoJe. Ensure 
that primary enclosures are maintained in good repair to protect the animate from injury and lo safety contain the 
animala. 

3.131 (a) REPEAT 

SANITATION. 

The primary enclosures for Ihe kinkajou boused in the enlryway to the reptile house and the shelter lor the capybara 
are in need gf gleaning. The kinkajtPU angtosura has an excess amgunt gF dark liquid end 
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soiled malerial al the front end O't the enclosure that is atfracling flies. The capyba^a shelter has an excessive 
amount ol scHled, wei material that is artrajdingi tlias. Excsassiva sqited malerial in animal englpsures increases lha 
animal s risk oi becomlr>g sick and doas not pfovida lor their comfort. Ertclosoros must be cleaned more often and 
roiitineljf to prevent a boiild-up of soiled material to proted the health and wellbeing of the animate, 

3-131 W REPEAT 

SAMITATIOM, 

There are an excessive number of flies present throughout Ihe entire facility. There are a large number of flies flying 
argund within fhe walkway in Itie beck gf |fia fraptile hpuae'- Thara are two coeti murxfi and gna aerval located in this 
area. The- lioensoe confirmed iboso are frurt lllos. The flios aro maJnly located on the colling i^ilthm the human 
walkway, but flies can also be seen landing on the husbandry objects within the building. 

There are flies Hying around within ar>d around multiple enclosures Ihroughoul the facility. The areas wllh excessive 
flies include within the enclosure housing one ferrel in the Iront of Ihe 'reptile house', within an enclosure housing 
lhraa chincfiillas in lha "education building", in the ahalter within the ouldoor capybara endosura, around and within 
the lood bowl in Ihe sloth enclosure, and around Ihe area imirrediately adjacent lo the kinkajou enclosure in Ihe 
enfrywgy to the zoo. The majority gl fhe flies in these areas are fruif Hies. This was oorfimved by the licensee- The 
prosance of pests can load to health hazards lor the animals. A aafa arKi eflaclivo pnogram for iha conirol of posts, 
including flies, must he established and msintairied. 


The Direct l^on-compliant Item listed under Drainage 3 127 (c) on the May 27th, 251 5 inspection report has been 
ggrrected- 

Inspection conducted with the owner, VMO Bart Sutherland. VMO Scott Welch, and VWO Heather Cole. 

Exit Brleflng conducted with the owner and VMO Heather Cole. 
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